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WHICH ARE INACCESSIBLE FOR REPAIR BY THIS DETACHMENT, IT IS 
REQUESTED THAT A SURVEY BE CONDUCTED ON THE MOST FEASABLE METHOD 
OF EITHER REPAIRING OR REPLACING THIS UNIT* IF THE PROJECTED 


25X1 A UTILIZATION OF A 1 | IS TO BE INTENSIFIED A NEW OR FULLY 

UPDATED UNIT IS URGENTLY REQUESTED* IF THIS IS NOT WITHIN 
FUTURE PLANNING IT SHOULD BE DECIDED WHETHER IT IS MORE FEASABLE 










